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TREATMENT OF SEWAGE

Attempts to filter sewage preliminary to disposing of the
liquid have been numerous, all of the earlier ones having been
made in apparent ignorance of the fact that the liquid itself

Fig. 4.    Sewage strainer of B. F. Woods, 1883.
contains large quantities of matter in solution that cannot
possibly be removed by simple filtration.
Figure 4 illustrates patent No. 272,997, issued February 27,